The John A. Andrew Memorial Hospital- 
given by Mrs. Charles E. Mason in memory of 
her grandfather, former Governor John A. 
Andrew of Massachusetts. Erected in 1913. 
Left wing—clinical unit added in 1930. Right 
wing—Infantile Paralysis unit made possible 
by the National Foundation for Infantile Pa¬ 
ralysis, Inc. Dedicated in January 1941. 
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